To:  Ostrander,  David[Ostrander. David@epa.gov] 

From:  Tuiis,  Dana 

Sent:  Thur  8/13/2015  1:45:28  AM 

Subject:  Re:  Trend  Graphs 

Sill  missing 

Dana  S.  Tuiis 

Deputy  Office  Director 

Office  of  Emergency  Management 

US  EPA 

202-564-7938 

On  Aug  12,  2015,  at  9:44  PM,  "Ostrander,  David"  <Ostrander.David@epa.gov>  wrote: 


Sent  from  my  iPad 
Begin  forwarded  message: 


From:  "McComb,  Martin"  <McComb.Martin@epa.gov> 

Date:  August  12,  2015  at  7:11:49  PM  MDT 

To:  "Ostrander,  David"  <Ostrander.David@epa.gov> 

Subject:  Trend  Graphs 


Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  1 CBI/Ex.  4 @WestonSolutions.com> 

Date:  Augusf"T272’OT5"arT2":01:49’PM’MDT J 

To:  "McKean.deborah@Epa.gov"  <McKean.deborah@Epa.gov> 

Cc:  "McComb,  Martin  (McComb.Martin@epa.gov)" 

<McComb.Martin@,epa.gov> 

Subject:  Gold  King  trendlines 


Ms.  McKean, 


1784296 


ED  000552B  00060785-00001 


Attached  please  find  a word  document  displaying  the  Gold  King  Operational 
Trend  lines.  The  locations  are  presented  from  upstream  to  downstream.  Please  let 
me  know  if  I can  provide  any  additional  information. 


Regards, 

C BI/Ex.  4 


Weston  Solutions  Inc. 

1435  Garrison  Street 
Suite  100 

Lakewood,  CO  80215 
Office:  303.729.6157 
Cell:  914.204.1044 

email:  j CBT/Ex.  4 i@westonsolutions.com 

L ! 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information 
which  is  confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential 
or  proprietary  information  without  the  written  permission  of  Weston  Solutions, 
Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify  the 
sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 


1784296 


ED  000552B  00060785-00002 


